Dear 1J r. Jolinson, 0/50/94 

I'm sorry -I do not remember whether thdrs was a swab test on the rifle. 

I do reclll that there was none on the one allege ily used in tho "ing assassination 
in which, I cm confident, it was not used. 

haul lloch, at Vj,5 acton, Berkeley, CA 9470w2 may recall. 

Although I have all the test -results it is not possible for me to check them now. 

, A FOIA request of the Arcliive 3 or the FBI should provide the results of all tests 


made on the rifle. 

/After my first two contacts with USCA, the only direct ones, 1 referred Jo them 
us the House assassins committee and have seen no reason to cjp^jge either my thinking or 
wliat 1 say and write. They never investigated tho crime itself, never began to, and did 
begin with tho intent to defend the official mythology. As Tou will ( see when you read 
Bsulicey ' s narration^ at the beginning of each session. /(//V uy -MU'' 

I Iiave made litte^ use of their work. Other than vihat they had and did not use. 
Depends on where in Washington you start how far away we are. I am no longer a judge 
of time because of traffic changes since 1 last was able to drive there, in 1977. But with 
no traffic obstructions or delays- think we are 45 minutes or less from where 1495 
becomes the southern spur of 1270. That is just above the ^iver Road 495 exit. 

Best wishes, 



Harold Wcisberg 


Although I am not a lawyer 1 knowjp of no real proof that the rifle wad actually 
used in the crime. I think it is, from the misrepresented official evidence only, 
clear that Oswald fired notldng from that window-could not Iiave. 

So do not be surprised if there was no swab test. That is what X seem to remember but 
I am not certain of my recollection. 



